ETag: "072c0df14061a28bbc1fdce386d696e6"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 25431
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge James P. Jones
x-archive-meta-case-name: USA v. Willis
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: vawd
x-archive-meta-date-case-filed: 2007-06-05
x-archive-meta-date-case-terminated: 2008-07-08
x-archive-meta-docket-num: 1:07-cr-00039
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 65033
x-archive-queue-derive: 0
x-upload-date: 2012-04-05T16:36:52.000Z
